Erratum 

"A Theory of Traffic-Measurement Errors for Loss Systems With 
Renewal Input," B.S.T.J., Vol. 52, No. 6, July-August 1973, pp. 
967-990, by S. R. Neal and A. Kuczura. 

A transcription error occurred in eq. (18). It should be 

EIK.X,-] = Ml (c) 4- - fii(c) f miW + PiD e «»» - D e <™\ (18) 

and was derived in Ref. 4. This is a transcription error only and does 
not alter the numerical results or the conclusions (S.R.N, and A.K.). 
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